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MEMORANDUM FOR: Deputy Director for Administration 

FROM: Robert W. Gamblno 

Director of Security 


SUBJECT: Office of Security Significant Activities 

Week of 8 November 1979 (U) 


REFERENCE: DDA Administrative Instruction No. 74- S 


1. This memorandum is for information only. (U) 

2. The activities of the Office of Security during the 
week of S - 14 November 1979 were highlighted by the following 
items: 


a. On 13 November, a representative of the 
Office together with a representative of the 
Office of Legislative Counsel inspected the office 
of the Staff Director of the Senate Foreign 
Relations Committee to determine whether it meets 
physical security standards for accreditation as 
a depository of Top Secret/Special Compartmenfed 
Information. (U) 


b. Representatives of the Information Systems 
Security Group (ISSG) met with representatives 
from the Department of Energy at their request 
to discuss the possibility of having ISSG parti- 
cipate in a security assessment of the computer 
system located at Los Alamos. (U) 
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An Industri al physical security audit 

was completed on 9 November . (C) 

f. During the reporting period, eight 
representatives of the Office were on TOY assign- 
ments providing audio counter measures inspe ctions 
and physical security support 
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g. On 9 November at 1430 hours, a fire drill 
was conducted in the Headquarters building. The 
drill was unannounced, and the evacuation was 
orderly with only a few minor problems. Evacuation 
time was 1$ minutes. (0) 
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